ORIENTAL ASSEMBLY

Saturday: Up late (about 6 A.M.) and went
out to the castle. Photographed the castle at
the S.E. angle: where the moat turns, and above
which Is one of the very few Crusader walls In
existence here. It is patched In front (to R.)
with Arab wall,c but is very fine. A wide-angle
photo. Then measured the E. side of the moat,
and photographed the E. half of the S. side, by
wide angle from the bottom of the moat. This
makes complete my photographs of the moat, all
but the N. side. Then measured this E. half of
the S. side, and went and had some bread. Later
I called on Grade and had lunch with him: he
mended my Antinous release, and my plummet.
After lunch went back to the Castle and measured
till 5 P.M. Decided the N. Side moat did not
deserve a photo: average depth of moat about
40 feet. Greatest present depth 60 feet, but
much filled In. Crusade work Is to be found in
patches in the entrance gateways, at the SJE.
Angle tower, and In a piece of the N. wall. On
coming down took a photo of the castle from a

Grade =Mr Gracey, was then a missionary at Urfa.
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